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Legends 1 Less & kitchen building not f 0 SCa/e 

2 E.: quarters, unoccupied, slightly damaged, under repair 

3 Ell quarters with twelve 6x7-~eter and three 3x4-metor rooms, 
occupied 

4 K: quarters, fomer guardhouse, eight rooms occupied, four 
rooms under repair 

5 SI' quarters, three-story building, occupied to capacity 

6 Garage building, farmer horse stable, used for storage of 
guns and fuel 

7 Garage, former horse stable, heavily guarded 

8 Former horse stable, damaged 

9 Ell quarters, three-story building with thirty axb-meter rooms, 
occupied to capacity 

10 Dispensary (former workshops) 

11 i-Tewly erected water punping station with sewage plant 
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